MINUTES OF THE MAY 19, 2014 
ARLINGTON BOARD OF ASSESSORS’ MEETING 


The meeting commenced at 5:30 p.m. James F. Doherty and Mary Winstanley O’Connor 
were present. 

The Board received correspondence from the Massachusetts Association of Assessing 
Offices. 

Mr. Doherty made a motion to go into executive session to review three applications for 
abatement. Ms. O’Connor concurred. 

The Board went into executive session at 5:50 p.m. 

Mr. Doherty made a motion at 6:15 p.m. to exit executive session. Ms. O’Connor 
concurred. 

The meeting adjourned at 6:18 p.m. 
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